From: 

Sent: 

To: 

Cc: 

Subject: 


Montgomery-Hyde, James (EHS) 

Tuesday, August 23, 2011 6:51 AM 

Dill, Marianne (EHS); Han, Linda (DPH); Connolly, Grace (DPH); Monahan, Stacey (EHS); 
Waterbury, Mark (EHS) 

Sullivan, Julie (DPH); Cormier, Carol (EHS); Young, David (DPH); ValdesLupi, Monica 
(DPH) 

RE: 9/11 Reduction in Force Information and Action Requests 


Good morning all, 

Please hold off on taking any action with this request at this time. I need to discuss this with Monica tomorrow and then 
we will be in touch. 


From: Dill, Marianne (EHS) 

Sent: Monday, August 22, 2011 4:57 PM 
To: Han, Linda (DPH); Connolly, Grace (DPH) 

Cc: Sullivan, Julie (DPH); Cormier, Carol (EHS); Young, David (DPH); ValdesLupi, Monica (DPH) 

Subject: FW: 9/11 Reduction in Force Information and Action Requests 

Good Afternoon, 

Attached please find a very long and detailed request of information from Moses regarding the decision to close the 
drug lab in Amherst and specific information on all Moses and contract positions-1 anticipate it will take some time to 
compile this information. (Moses did send me another email apologizing for putting DMH in the memo instead of DPH 
which it meant.) 

David if you can please be point person between DPH and Moses if anything needs to be clarified as the information is 
collected. Some of this will come from the lab, some from central office and some from HR. 

Once it is all together we can review and determine the response to MOSES. 

thank you 
Marianne 


From: Ann Looney [alooney@moses-ma.org] 

Sent: Monday, August 22, 2011 11:35 AM 
To: Dill, Marianne (EHS) 

Cc: Dorant, Joe; 'B. Marie Cunningham'; Salemi, Charles (DPH); Clemmer, Jill (DPH); Corkren, Edward (DPH); Gates, 
Michelle; Hale, Matthew (HRD); McNally, Challis (HRD) 

Subject: 9/11 Reduction in Force Information and Action Requests 

Dear Director Dill: 

Attached is correspondence in the above referenced matter. MOSES awaits the Department's expeditious reply. 

Ann M.Looney 
General Counsel 
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MOSES 

90 North Washington Street, Suite 3 
Boston, MA 

alooney@moses-nna.org 
617-367-2727; 1-800-845-1141 

"Of all tyrannies, a tyranny exercised for the good of its victims may be the most oppressive. It may be better to live 
under robber barons than under omnipotent moral busybodies. The robber baron's cruelty may sometimes sleep, his 
cupidity may at some point be satiated; but those who torment us for our own good will torment us without end, for 
they do so with the approval of their consciences." —C.S. Lewis 
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